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The Estey Organ 


| 


A brief description of several of 
the styles of organs 
which are most 


sought for 


1904 





A RECORD UNPARALLELED! 


More than three hundred and forty 
thousand Estey Organs 
manufactured and 


sold 


ESTEY ORGAN COMPANY 


BRATTLEBORO, VERMONT, U. S. A. 








Five Octaves. 


Style A Case. 


X : 
Style A 7, 10) Stops: 3 sets (or a FeO ig te) Ca | 
as Bass. Treble. 
20 Gs. 1 3-5 rows) of Reeds. 
Melodia, . .. . 8ft. Diapason, .. . 8 ft. 
CODE—Examinate. DOLCE cintod tel LO Re R Ge ice) tl. Et 


Bass Coupler (down). 








Vox Jubilante, . 8 ft. 
Treble Coupler (up). 





Forte I. Forte II. 
Vox Humana. 
Style A 12. 11 Stops. 4 sets (or 
Bass. Treble. | 
22 Gs. 1 4-6 rows) of Reeds. | 
Melodia;..9.:..) a.otts Diapason.) ai-r., 40 tt: 
CODE—Exasperate. DOLCE Ae) hy c= ee Bitte EAR ex oe IO LL 
Sub-Bass, . 16 ft. Vox Jubilante, . 8 ft. 
_ Bass Coupler (down). Treble Coupler (up). 
| Forte IL. Forte II. 
Vox Humana. 
Style A 27. 11 Stops. 4 sets (or 
Gs. 2 rows) of Reeds. fare neue’ 
MGIOGIRe cs - + «Gtk. sOiapason, . ... 8'ft. 
CODE—Excalibur. Uiawe anne Bit) eDadciana, . ~.. “Bike. |} 
Wioit =.) «. ... &tt: Elute, 4 Ft. Fil 
Viola Dolce,. . . 4 ft. 
Bass Coupler (down). Treble Coupler (up). 
Forte I. Vox Humana. 
Style A 32, 11 Stops. 4 sets (or ae 5 
Bass. Treble. | 
DiGs 2 rows) of Reeds. 
MELOGIR.) <) k.t e- 0)  HOkts) SDIapason.) +... .°'.. Ste 
CODE—Exemplar. TOE eens ks Pit Otis, LIICLONG Sone) ve a 1B tEte 
MIOIAwe ls ce £40. iVOx. Jubilante, . Sift 
Viola Dolce,. . . 4 ft. | 
Bass Coupler (down). Treble Coupler (up). 
Forte I. Vox Humana. 


These styles can be had with Low Top at the above named prices, or with Pipe Front at 


2 Guineas extra. For illustrations, see opposite page. 


With Low Top, Style A 7,20 Gs. Copre—Lower. 


Style A 12, 22 Gs. 
Style A 27, 22 Gs. 
Style A 32, 22 Gs. 


Copre—Lowly. 
Copre—Lowing. 


Copr—Lowland. 


With Pipe Front, Style A 7, 22 Gs. 
Style A 12, 24 Gs. 
Style A 27, 24 Gs. 
Style A 32, 24 Gs. 


Grand Organ and Knee Swell to all Styles. 


Cope—Pipe. 
Copre—Pipkin. 
Copr—Pippin. 
Copr—Piquant. 
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Solid Black Walnut. 


Height, 6 feet 7 inches. Depth, 1 foot 9 inches. Length, 3 feet 94% inches, Weight (boxed), 350 pounds. 


a” 
* 
?, 


Style B 12. 


24 Gs. 
CODE—Crockery. 


Style B 28. 


26 Gs. 
CODE—Crocket. 


Style B 38. 


30 Gs. 
CODE—Croft. 


Style B 44. 


3) Gs. 
CODE—Crop. 


Style B 40, 


35 Gs. 
CODE—Crook. 


The above styles may be had with 


Style B Case. 


11 Stops. 
1 4-5 rows) of Reeds. 


4. sets (or 


12 Stops. 5 sets (or 
2 1-5 rows) of Reeds. 


13 Stops. 7 sets (or 


3 1-5 rows) of Reeds. 


14 Stops. 6 sets (or 
3 rows) of Reeds. 

C Scale. 
16 Stops. 8 sets (or 


3 4-5 rows) of Reeds. 
C Scale. 


Five Octaves. 


j 
} 


Bass. 
Melodia, 8 ft. 
Dolce, : 8 ft. 
Sub-Bass, . 16 ft. 


Bass Coupler (down). 
Forte I. 





Treble. 
Diapason, 8 ft. 
Dulctana, 8 ft. 
Vox Jubilante, 8 ft. 


Treble Coupler (up). 
Forte II. 


Vox Humana. 


Bass Coupler (down). 


Po ad 


Bass. Treble. 
Melodia, 8 ft. Diapason, § ft. 
Dolce, 8 ft. Dulciana, 8 ft. | 
WHOLE iy en oe 4 ft. Flute, . 4 ft. | 
Viola Dolce, . 4 ft. 
Sub-Bass, . 16 ft. 
Bass Coupler (down). Treble Coupler (up). 
Forte I. Vox Humana. 

= | 

ee ies. ae 

Bass. Treble. 
Melodia, 8 ft. Diapason, 8 ft. 
Dolce, . 8 ft. Dulciana, 8 ft. 
WiOla tes yee tee .. 4 ft. Flute, . 4 ft. 
Violetta (soft) 4 ft. Vox Jubilante, §8 ft. 
Sub-Bass, . 16 ft. Octave Coupler. 
Forte I. Forte II. 

Vox Humana. 

Bass. Treble. 
Bourdon, . . 16 ft. Clarionet, . 16 ft. 
Melodia, . 8 ft. Diapason, 8 ft. 
Dolce, 8ft. Dulctana, 8 ft. 
Viola, . ; 4ft. Flute, . 4 ft. 
Viola Dolce, . 4 ft. 
Forte I. Forte II. | 


Treble Coupler (up). | 


Vox Humana. 


Bass. 
Bourdon, . . 16 ft. 
Melodia, . § ft. 
Dolce, 8 ft. 
Viola, 4 ft. 
Viola Dolce, . . 4ft. 
Sub-Bass, . 16 ft. 


Melodia Forte. 
Octave Coupler. 


low top at the above named 
addition of pipes, as per illustration on opposite page, at 2 Gs. extra. 


Grand Organ and Knee Swell to all Styles. 
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Treble. 


Bourdon, . Oe 
Diapason, 8 ft. 
Duilciana, 8 ft. 
Vox Jubilante, 8 ft. 
Flute, . 4 ft. 
Choral, 8 ft. 


Flute Forte. 
Vox Humana. 


prices or with the 


an 


Se 
=o NS) 


Ne a ir ang a 
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Height, 6 feet 4 inches, 


_ 


Ss’ oa 


Solid Black Walnut. 


Depth, 1 foot 10 inches, 


Length, 3 feet 9 inches. 
5 





Weight (boxed), 375 pounds, 





Style C 12. 


27 Gs. 
CODE — Coronation. 


Style C 28, 


30 Gs. 
CODE—Coronal. 


Style C 38. 


33 Gs, 
CODE—Coronary. 


Style C 40. 


38 Gs. 
CODE—Coronated. 


Style C 46, 


39 Gs. 
CODE—Coronet. 


Style C 98. 


47 Gs. 
CODE—Coroniform. 


Style C Case. 


11 Stops. 
1 4-5 rows) of Reeds. 


4 sets (or 


12 Stops. 
2 1-5 rows) of Reeds. 


13 Stops. 
3 1-5 rows) of Reeds. 


LaSetS. a(OL 


16 Stops. 


3 4-5 rows) of Reeds. 


C Seale. 


8 sets (or 


14 Stops. 
3 1-2 and 1-5 rows) of 
Reeds. 


8 sets (or 


18 Stops. 


) 1-5 rows) of Reeds. 


11 sets (or 


5 sets (or - 


Bass. 
Melodia, 
Dolce, 
Sub-Bass, 


Bass Coupler (down). 


Forte I. 


Five Octaves. 





Treble. 


8 ft. Diapason, .. §8 ft. 
8 tt > Dulcana. ~ 98 At: 
16 ft. Wox Jubilante, 8 ft. 
Treble Coupler (up). 
Forte II. 

Vox Humana. 








Bass. 


Melodia, . 
Doeilce, 
Viola, . 
Viola Dolce, . 
Sub-Bass, 


Bass Coupler (down). 


Forte I. 





Melodia, . 
Dolce, 

Viola, . ; 
Violetta (soft), 
Sub-Bass, 


Treble. | 


8 ft. Diapason, .. . 8 ft. 

Bitte LIMICIGNGs ele pe Oak 

AEE REN MEGS sb iis i: cos ce se aidukee 

4 ft. 

. 16 ft. 
Treble Coupler (up). | 

Vox Humana. 


Treble. 


Sift Diapason, ~~ «= . Sit. 

Sifts pe ILEC TOPE ian eth.) & Clete 

ASEC AOE) TICOsen sii cuticunietycebe eit Ge 

4ft. Vox Jubilante, . 8 ft. 
. 16 ft. Octave Coupler. 





Forte I. Forte II. 
Vox Humana. 

Bass. Treble. 
Bourdon, . Otte DbauLdOn en. = ai. Olic. 
Melodia, . Sift DlapASOls a dene -tremO LC. 
Dolce, Rift) uECla Na er Oe. 
Viola, 4ft. Vox Jubilante, . & ft. 
Viola Dolce, . SER Choralven et. eo sO tt: 
Sub-Bass, SULGiite SLU si siemens ote or Sate 


Melodia Forte. 
Octave Coupler. 





Bass. 


Melodia, 

Dolce, 

Viola, ‘ 
Viola Dolce, . 
Harp ASolienne, 
Sub-Bass, . 


Bass Coupler (down). 


Forte I. 


Bass. 


Bourdon, . 
Melodia, 

Doice, 

Viola, 

Viola Delce, 
Harp Aolienne, 
Sub-Bass, 
Melodia Forte. 


Bass Coupler (down). 


Flute Forte. 
Vox Humana. 


Treble. 
8 ft. Diapason, .. 8 ft. 


8 ft. Dulctiana, 8 ft. 
4cfeaR ute. cesses oe) 4 fee 
4 ft. Vox Jubilante, 68 ft. 
2 ft. 


Treble Coupler (up). 


| 
| 
| 
16 ft. | 
Vox Humana. | 


Treble, 


16 ft. Bourdon, . . 16 ft. 
8 ft. Diapason, .. 6&8 ft. 
See ICIana.,. is Git. 
A5FESS Bl ate st ent ae ea tts 
4 ft. Vox Jubilante, 8 ft. 
2fts. Gnoral mie oot. 
16 ft. Vox Humana. 

Flute Forte. 

Treble Coupler (up). 


Grand Organ and Knee Swell to all styles. 


— 


Height, 6 feet 8 inches. 


ee 


gerenpeniett 


ee et et et 





Solid Black Walnut. 


Depth, 1 foot 10 inches. 
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Length, 3 feet 9 inches. 


Weight (boxed), 390 pounds. 


Style 67 


Case 


Height, 


Style 674. 


32 Gs. 
CODE Likely. 


Style 672. 


32 Gs, 
CODE—Lighthouse. 


Style 678. 


4} Gs. 
CODE— Likewise. 


5 feet 10 inches. 


a A Pt] B @ Fi 


tots 
= 5 


.* 


AAA i. 
Pree ttyrery AA Te An 


Depth, 1 foot 11 inches. 
11 Stops. 
1 4-5 rows) of Reeds. 


4 sets (or 


11 Stops. 2 six-octave sets of 
Reeds, with Divided Couplers. 
Knee Swell and Grand Organ 
(Knee). 


13 Stops. 3 six-octave sets of 
Reeds, with one octave of Man- 
ual Sub-Bass Reeds and Octave 
Coupler. 
Knee Swell and Grand Organ 
(Knee. ) 


cA 


A SO a 
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TT 


Length, 4 feet 614 inches. 


————— 
CA FU) 


PARED ESS! 


rere Wiis Terni ry 





sa ty 7 + +. 
eee en ee See ete 5 eee = ——- - 
cancer remeron eh nn 


Weight (boxed), 410 pounds. 





Bass. 


Melodia, 
Dolce, 


Sub-Bass, . 


Bass Coupler (down). 


Forte I. 


Melodia. 
Delce, 
| Viola, : 
| Bass Coupler. 
I Forte. 


Melodia, 
Dolce, 

Viola, 
Violetta (soft), 
Sub- Bass, 
Forte I. 


Bass. 


Treble. 


8 it. Diapason, . 
Sft. Dulczana, . 
16 ft. Vox Jubilante, 


Forte IT. 
Vox Humana. 





8 ft. 


Treble Coupler (up). 


Treble. 
8 ft. Diapason, 8 ft. 
8ft. Dulctana, . 8 ft. 
4ft. Vox Jubilante, §8 ft. 
Treble Coupler. 
II Forte. | 
Vox Humana. 
Treble. 
8 ft. Diapason, 8 ft. 
Stitwoemictata....) = (ott. 
4ft. Flute, ; a4 hf; 
4ft. Vox Jubilante, § ft. 


16 ft. 


Vox Humana. 


Octave Coupler. 
Forte II. 





The Latest Folding Organ. Style JJ. (@orsbie, 


Strong, durable, easily opened and shut. 





CODE—Folding. 


Four octaves compass, well voiced, ample wind power. C scale. 

Easily transported and always adequate. 

When open, the keyboard is 30 inches from the floor, and the case stands 32 inches high. 
When closed, or collapsed, the case measures 32 inches long, 14 inches wide and 12 
inches high. 

Provided with strong leather handles for safe and easy moving. 

A treasure for missionaries or traveling singers. 

Furnished in oak only. 


Price £10 10s. 
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Style H_ Series. 





Five Octave Chancel Organs. 





Style H 12, 
28 Gs. 


CODE—Fateful (Walnut). 


CODE—Faulter (Oak). 


Style H 28. 
30 Gs. 


CODE-— Fatality( Walnut). 


CODE—Fatuity (Oak). 


Style H 38. 
36 Gs. 


CODE—Fathom (Walnut). 


CODE—Fauna (Oak). 


Style H 97, 
44 Gs. 


CODE— Fatuous( Walnut). 


CODE—Fay (Oak). 


Style H 98. 


49 Gs. 


CODE—Fatty (Walnut). 
CODE—Fawning (Oak). 


11 Stops. 4 sets (or 
1 4-5 rows) of Reeds. 


Bass. 


Melodia, . 
Dolce, . 
Sub-Bass, 


8 ft. 
8 ft. 
. 16 ft. 


Bass Coupler (down). 
Forte I. 





12 Stops. 5 sets (or 
2 1-5 rows) of Reeds. 





Bass. 


Melodia, . 
Dolce, 
Viola, . 
Viola Dolce, 
Sub-Bass, 


Treble. 
Diapason, .. . 8ft. 
Dulciana, .. . 8S ft. 


Vox Jubilante, . 8 ft. 
Treble Coupler (up). 
Forte II. 


Vox Humana. 


8 ft. 
8 ft. 
4 ft. 
4 ft. 
. 16 ft. 


Bass Coupler (down). 


Forte I. 


Ce 


13 Stops. 7 sets (or | 
3 1-5 rows) of Reeds. | 


16 Stops. 9 sets (or 
4 1-5 rows) of Reeds. 


18 Stops. 11 sets (or 
5 1-5 rows) of Reeds. 


Grand Organ and Knee Swell to all Styles. 


com 


Bass. 


Melodia, . 
Dolce, 

Viola, . ; 
Violetta (soft), 
Sub-Bass, 
Forte I. 


Bass. 
Melodia, . 
Dolce, 

Viola, . 

Viola Dolce, 
Harp A£olienne, 
Sub-Bass, 
Melodia Forte. 


8 ft. 
agate 
4 ft. 
rk t. 
. 16 ft. 


Treble. 
Diapason, .. . 8 ft. 
Dulctana, ... 8 ft. 
FOIE Grte tec gk. Sake 


Treble Coupler (up). 
Vox Humana. 


Treble. 
Diapason, .. . 8 ft. 
Dulciana, .. . 8 ft. 
eOlwtte* ese. « HEC: 


Vox Jubilante, . 8& ft. 
Octave Coupler. 
Forte II. 


Vox Humana. 


8 ft. 


8 ft. 
4 ft. 
4 ft. 
eee 
. 16 ft. 


Bass Coupler (down). 


bass. 


Bourdon, . 
Melodia, . 
Dolce, 
Viola, : 
Viola Dolce, . 


Harp £olienne, . 
. 16 ft. 


Sub-Bass, 
Melodia Forte. 


Bass Coupler. 


. 16 ft. 
8 ft. 
8 ft. 


4 ft. 


4 ft. 
2 ft. 


Treble. 
Diapason, .. . 8 ft. 
PIMICLERG. | o2 se eats 
Felt ante ot ota AME 
Vox Jubilante, . 8 ft. 
CHORML Wises! pave SOLE: 
Vox Humana. 

Flute Forte. 
Treble Coupler (up). 





Treble. 
Bourdon, . . 16 ft 
Diapason, “sage. Site 
PPULCIGRG: eo a et (EL 
ESIC CT ote © xodlho fa eee te 
Vox Jubilante, . 8 ft. 
HOLA esses |. onic SO 


Vox Humana. 
Flute Forte. 
Treble Coupler. 


Style 


j Case 


pent ert | 
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Solid Black Walnut or Quartered Oak. 


Height, 4 feet 4% inches. Depth, 2 feet 2 inches. Length, 4 feet 3inches. Weight (boxed), 400 pounds. 
II 





Height, 4 feet 4 inches. 


Style U 55. 14 Stops. C Scale. 


50 Gs, 


Bass. 


Diapason, 
Duilciana, 


Flute, . 
Sub-Bass, 

I Forte. 

Bass Coupler. 


CODE— Ulster (Walnut). 
CODE—Ulterior (Oak). 


Treble. 
Bourdon, 
3 ft. Diapason, 
8 ft. Dulciana, 
Choral, 
4 ft. Flute, . 
16 ft. 
II Forte. 


‘Treble Coupler. 
Vox Humana. 


Depth, 2 feet 1 inch. 


7 sets (or 3} rows) of Reeds. 


16 ft. 
8 ft. 
8 ft. 
§ ft. 
4 ft. 


Length, 4 feet 5 inches. 


12 


Style U 43. 
55 Gs. 


Weight (boxed), 440 pounds. 


16 Stops. 


C Seale. 


9 sets (or 43 rows) of Reeds. 


CODE— Umber (Walnut). 
CODE— Umbrella (Oak). 


Bass. 


Bourdon, 
Diapason, 
Dulciana, 


Violetta, 

Flute, . 
Sub-Bass, 

I Forte. 

Octave Coupler. 


16 ft. 
8 ft. 
8 ft. 


4 ft. 
4 ft. 
16 ft. 


Treble. 
Bourdon, . , ; 16 ft. 
Diapason, . : : 8 ft. 
Dulciana, . 7 : 8 ft. 
Choral, : . 7 8 ft. 
Vox Jubilante, . , 8 ft. 
Flute, . ; ; : 4 ft. 


II Forte. 
Vox Humana. 


Style O 


: Case 
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Height, 4 feet linch. Depth, 2 feet dinches. Length, 4 feet 6 inches; with Blow Lever, 5 feet 9inches. Weight (boxed), 500 pounds. 


Style O 94, 14 Stops. F Scale. Style O 95. 16 Stops. C Scale. 


90 Gs. 12 sets (or 5% rows) of Reeds. 90 Gs. 12 sets (or 5§ rows) of Reeds. 
CODE—Diviner (Walnut). CODE-—Divinely (Walnut). 
CODE—Divulsion (Oak). CODE—Divulgate (Oak). 
Bass. Treble. Bass. Treble. 
Corios : , oe PLOW Corno, . E : 2 16HE Corno, . : . SO PIGiEt: Corno, . : . ea tiiae 
Trumpet, . : . 8 ft. Trumpet, . : : 8 ft. Trumpet, . . ; 8 ft. Trumpet, . ; = Sire. 
Diapason, . “1, ye OLEes Diapason, . . =e) ook. Diapason, . ; a RO EC. Diapason, . : =) OteEe 
Vox Jubilante, . 4 8 ft. Oboe, . ; ‘ : 8 ft. Oboe, . : . : 8 ft. 
Flute, . : : . 4 ft. Flute, . : : : 4 ft. Flute, . . ; : 4 ft. Flute, . : - : 4 ft. 
Harp A®olienne, . 2 ft. Flute d’Amour, . +3) Manta Vox Jubilante, . a eee 
Sub-Bass, . : aeeGitt Sub-Bass, . . oe GHEE 
Bass Coupler. Treble Coupler. Bass Coupler. Treble Coupler. 
Vox Humana. Vox Humana. 


Artist's Organ 


ee et oe 
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Height, 3 feet 9inches. Length, 4 feet linch. Depth, 2 feet 2inches. Weight (boxed), 400 pounds. 


Style Z 56. 15 stops. F Scale. ences 
80 Gs. 14 sets (or 6s and $ rows) of Reeds. Zealot (Oak). 
SPECIFICATION. 
Bass. Treble. 

IDEARC OO Or up On 0. Sey SaRIDe Po. CLO GoM ytcheae DiaMaSon ewer wie 655 Aly Reeieae hs oh co geied ye ae ONE 
Oboe, . ne Tics REO CLE Ce aCe Se Oana NO MEE Te wea oF ODCCWEEP IE Maria ch cla | ee Hath en Bofe 
VOxaUbilante. ma vaoe eg scanners matetn saat.) fOU nts WiOxssHtL OU ADCC pete rad Piste rte: ight otelenenee eee 8 ft. 
Flt CONES 2th ce Die eee ee eet) ote ae re ELE ulti tener ier sor Hrs ae ay Week oun HT AE oR Gates! Sabha aehts 
Harp ecb olicnne yar mati act fn ve a er a2 te MArpeAOWUeNNes <0) cfs) eh eee remo e eee 

(Two ranks). (Two ranks). 
SubsBasss. cl See ae Me See ll Mon ay Pe. ce. OME. Clarionet, Sat <<a wep RS. 2 16 ft. 

(One octave). (Two and one-half octaves), 
Bass Coupler (down). Treble Coupler (up). 

Grand Organ. Vox Humana. Knee Swell. 

63 Rows. 410 Reeds. 


The above organ, in its design and specification, or contents, is the very embodiment of 
good taste and refinement. 

It is, par excellence, the Artist’s organ and is most satisfying to every demand, whether 
judged from the musical or architectural standpoint. , 

It is confidently placed before a large constituency who are seeking the highest merit 
rather than overwrought decoration. 
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Solid Black Walnut or Quartered Oak. 


Height, 4 feet 4 inches; with Pipe Top added 8 feet dinches. Depth,2feet4dinches. Length, 5 feet; with Blow Lever, 6 feet 
3 inches. Weight (boxed), 540 pounds; with Pipe Top, 700 pounds. 


Style V 66, 18 Stops. C Scale. Style V 65. 19 Stops. 
105 Gs, 11 sets (or 5$ rows) of Reeds. 125 Gs, 13 sets (or 6§ rows) of Reeds. 
CODE— Gordian (Walnut). CODE— Governess (Walnut). 
COVE—Granary (Oak). CODE—Gorgeous (Oak). 
Treble. Bass. Treble. 
Bourdon, . : 7 AGE Bassett, : -) Oke. Bourdon, . : 5, Ott. Clarionet, . : SG 
Melodia, ee ele tia MOLL mee DISDasOUsn ver hata? OG Melodia, Tea eke Bassett, : <a eee 
Cornet Echo, : 2 ft. Clarionet, . : cm a Orute Doce ; . . 8 ft. Diapason, . 5 . 8 ft. 
Cornettino, é : 2 ft. Vox Jubilante, . 9 8 ft. Viola, . . : ; 4 ft. Dulciana, . : : 8 ft. 
lOlave eee | aE lute.) pe icstie (p> / Akt Viold’Amour, . . 4ft. Choral, ons Cela eiaakes 
Viol d’Amour, . , 4 ft. Harp A£olienne, = 2 ft. Vox Jubilante, . : 8 ft. 
Harp olienne, : 2 ft. Sub-Bass, . . a AGES: Flute, . . : : 4 ft. 
Sub-Bass, . , -) LOte Flute ad’ Amour, ; 4 ft. 
Wald Flute, . : 2 ft. 
Mechanical. Mechanical. 
Forte I. Forte II. Bass Coupler (down). Treble Coupler (up). 
Bass Coupler (down), Treble Coupler (up). Vox Humana. Hand Side Blower. 
Vox Humana. Grand Organ. Knee Swell. 


A handsome Pipe Top can be supplied for either style at an extra cost of 25 Gs. 
15 


Estey Organs. 





GENERAL ist: 


(11-15-03_) 


Telegraphic Address, “ESTEY,’’ LONDON, and “ ESTEY,” BRATTLEBORO, 


REEDS | | REEDS 








> eer 
STYLE | STOPS CODE eee || STYLE] sTops |- CODE Noe 
Sets | Rows Sets | Rows 
‘ | GTA) Pattie |e 4 1? Likely 32 
Folding. | : | 
g 672) If 4 2 Lighthouse | 32 
JJ —- — i || Folding. | 10 67.83), DIS 24-97, 3} Likewise | 41 
A Set. | 
A 7| 10 3 {2 | Examinate. | 20 | H Set. 
i2; i + 1g Exasperate. | 22 eet ie aed 
27 11 Berl ae Excalibur. eee ~ 
32/| 11 4 | 2 Exemplar. 22 Hi d2 if 4 1? Fateful. Faulter. 28 
Parl nede 5 2} Fatality. Fatuity. 31 
38 13 7 3: Pathom. Fauna. 36 
With Pipe Top. 97| 16 9 4} Fatuous. Fay. 44 
Re gn CehO 3 12 | Pipe 22 98 18 ii 5} Fatty. Pawning 49 
5 * 
2) 1 | 4 § | Pipkin. 24 | oe 
27 is. | .54 2 Pippin. 24 | 
32) |e eattlent| eA 2 Piquant. 24 
| : | U Set. 
With Low Top. WALNUT. DARK OAK. 
U 55, 13 ; 7 | 3% Ulster. |Ulterior.| 50 
As Zehr eas s | Lower. 20 | 41 16 | 8 | 3% ‘Umber. ‘Umbrella! 55 
12|} 11 4 i$ | Lowland. 22 
27 it 4 | Lowly. 22 ae ed 
32 ii 4 2 | Lowing. 22 
O Set. 
WALNUT. DARK OAK. 
. B Set. O 94 15 12 | 53 |Diviner. |Divulsion, | 90 
B 2 0 4 1 | Crockery 24 95! 17 | 12 | 5% |Divinely Divulgate, 90 
28 | 12 5 2} Crocket. 26 
38 13 7 31 | Croft. 30 V Set. 
44 14 6 3 Crop. 31 
40 16 8 33 i Crook. 35 WALNUT. DARK OAK. 
With pipes added, 2 Gs. extra. Vv 66 ey |S 53 Gordian. Granary.| 105 
2. 65 19 14 6% |Governess Gorgeous) 125 
cs : STR RETOP ‘Costume |Cotton. 25 
GaSet: 
Coei2 if 4 | 1% Coronation. | aa, 
28| 11 5 | 22 | Coronal. 30 | Z Set. 
38 13 7 3} Coronary. 33 
40 16 8 33} Coronated. 38 | Zenith, Walnut. ) 
46 14 8 | 33% Coronet, 39 Z 56 15 i4 633 ~ Zephyr, Mahogany - 80 
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